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This NASA Tech Brief is issued by the Technology Utilization Division to acquaint 
industry with the technical content of an innovation derived from the space program. 


Igniting System for Mercury Vapor Lamps Protects Transistorized Sustaining Supply 




The problem : To devise a high-voltage igniting sys- 
tem for short-arc mercury-vapor lamps that protects 
a transistorized high-current, low-voltage power sup- 
ply for the lamps. 

The solution: A power supply that incorporates a 
low-voltage (40v), direct-current (0-10a.) sustaining 
supply set to the specified current for a particular 
lamp; a medium-voltage (450v), direct-current 
(190ma.) supply; and a linear transmission-line oscil- 


lator. 

How it's done: The diagram shows the entire sys- 
tem in its simplest form, without any switching or in- 
dicating circuits which may be desirable. 



Two terminals of the transmission line, consisting of 
a quarter-wave shorted stub, are connected to the 
medium-voltage power supply. The two opposite ter- 
minals of the transmission line are connected to the 
mercury-vapor lamp. Since the lamp in the nonion- 
ized state presents a very high impedance (on the 
order of 10 10 ohms), it merely adds a small capaci- 
tance to the circuit, without affecting the operation 
of the oscillator. Grid and plate leads of a pentode 
are connected to appropriate points along the line 
to permit proper feedback for maintaining oscillation 
and to provide the proper impedance match for the 
pentode. 

(continued overleaf) 


This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States Govern- 
ment, nor NASA, nor any person acting on behalf of NASA: A. Makes 
any warranty or representation, express or implied, with respect to the 
accuracy, completeness, or usefulness of the information contained in 


this document, or that the use of any information, apparatus, method, 
or process disclosed in this document may not infringe privately-owned 
rights; or B. Assumes any liabilities with respect to the use of, or for 
damages resulting from the use of, any information, apparatus, method, 
or process disclosed in this document. 


To ignite the vapor lamp, the pushbutton is closed 
to apply voltage from the medium-voltage supply to 
the pentode and thus cause the circuit to oscillate at 
a frequency determined by the length of transmission 
line. As soon as oscillation begins, a high radiofre- 
quency voltage appears across the ends of the trans- 
mission line connected to the vapor lamp. This high- 
voltage oscillation causes the vapor in the lamp to 
ionize and thus effectively short-circuit the transmis- 
sion line. As a result, the radiofrequency oscillations 
cease. Since the vapor lamp is now at a relatively low 
impedance, current from the medium-voltage supply 
begins to flow through the lamp, and its impedance 
continues to decrease. Most of the voltage drop there- 
fore occurs across the series resistor as the current 
demand of the vapor lamp continues. When the volt- 
age across the lamp falls to a value just below that 
of the sustaining supply, the diode ceases to be reverse 
biased and thus allows the sustaining supply to begin 
discharging through the vapor lamp. Initiation of cur- 
rent from this supply is evidenced by a sharp increase 
in brightness of the lamp, and at this time the push- 
button may be released to disconnect the medium- 
voltage supply. 

Notes: 

1 . Since almost all of the current from the sustaining 
supply flows through the vapor lamp and there are 


no resistors in series with this supply, except for 
the forward resistance of the diode, the power is 
efficiently used. 

2. Additional typical values for the power-supply sys- 
tem include a 300-ohm, 12-foot-long twin trans- 
mission line carrying a 10-mc starting current at 
approximately 2 kilovolts to the vapor lamp, a 30- 
inch grid-to-cathode transmission-line section, and 
a 39-inch cathode-to-plate transmission-line sec- 
tion. 

3. For further information about this invention in- 
quiries may be directed to: 

Technology Utilization Officer 
Jet Propulsion Laboratory 
4800 Oak Grove Drive 
Pasadena, California, 91 103 
Reference: B63- 10262 

Patent status: NASA encourages the immediate 

commercial use of this invention. It is owned by 
NASA, and patent application has been filed. When 
patented, royalty-free nonexclusive licenses for its 
commercial use will be available. Inquiries concerning 
license rights should be made to NASA Headquarters, 
Washington, D.C., 20546. 

Source: John E. Guisinger 
(JPL-421) 
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